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25X1 X 



T'he Work fuer Fernmeldewesen HF* SerXin-Oberschoeneweide, has resumed the 
development of the LD~i2, an indirectly heated tried© used, in .decimet.er wave 
technology » During World War J 3 this Dube had been manufactured for the German 
W ehnna cht. o Its new development in the HF plant is completed* and it is to go, 
into production in 1954° - 

7he LD-12 is a tube for the sight - *Jc.tl time ter range with a power of 1C watte® 

^he following is additional data: • 

Heating voltages 12 0 $ 'Yolt* (A, Co) 

Heating current* 0^8 amperes 

Anode voltages 400 Volts 

Anode current; 15 lli-e.m ;-?erss 

Grid voltage* rnimaa 2„ 5 Volts 

Conductance: 9 nx/v 

Internal .resistances 0 01 leg-i Ohms 
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